POWER TRANSMISSION & DISTRIBUTION TECHNOLOGY A.A.S. 


Associate in Applied Science 
Degree Sheet 2021-2022 Catalog 


Credit Prerequisites 
General Education Courses 18 Credit Hours Hours q 


ENGL |1113 |English Composition | | 3 JRM 
; | 3 JENGL1113 
1213 English Composition II 


Introduction to Technical Report Writing 























[RI W] 





1483 U.S. History to 1865 
1493 U.S. History since 1865 





Computer Concepts with Applications 


Introduction to Occupational Safety 





1102 |Elements of Electricity and Electronics 
1104 [Introduction to Utility Industry/Climbing 


2003 Principles of Power Distribution re/Coreg: PTDT 1154 
2013 |Driver Safety and CDL Training epartment Head Approval 
2023 


2043 Electrical Capstone Experience Department Head Approval 
2104 |Internship Department Head Approval 
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Total to Graduate 62 


ADDITIONAL GRADUATION REQUIREMENTS: NOTES LEGEND: 

¢ 2.0 Graduation/Retention GPA + Courses are part of an embedded certificate 
e 15 credit hours earned in residence at OSU-OKC FA= Fall, SP=Spring, SU=Summer 

* Students must complete the prerequisite course with a grade [R] Reading Proficiency/Placement 

of 'C' or better to advance to the next course in the required sequence [W] Writing Proficiency/Placement 


[M] Math Proficiency/Placement 


